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NARA RG104, Entry 1, Box 124 


W.PLL. 

No. 170. 

Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

May 31, 1881 

Sir: 

I transmit herewith the Assayer’s report upon special assay coins taken from the first 
deliveries in each week at your Mint during the Month of April, 1881, and forwarded for test as 
prescribed by the Regulations. 

The coins were found to be within the legal limits of tolerance. 

Very respectfully, 

Horatio C. Burchard 


Director. 


Superintendent Mint U.S., 
At Philadelphia 


(Ed. 2-21-’81-1,000.) 
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May 31, 1881 


Assayer’s Report of Test Coins, issued at the Mint of the U.S. at Philadelphia, in April, 1881: 

































































Denomination. D Weight. Weight. Fineness. Fineness. 
Grains. Dec. Gold. Silver. 

Eagle 3 251 91 900.1 6 
Eagle 5 257 94 900. 7 
Eagle 7 257 90 899.8 8 
Half Eagle 1 128 90 900. a 
we i) 128 5 899.9 i 
ie 6 128 94 899.9 7 
Eagle 10 | 128 83 899.9 8 
One Dollar 
Standard Dollar D 1 All 2 Trace 899.7 
“ Dollar 2 412 13 a 900.3 
“ Dollar 5 411 93 " 900.2 
Dime 

W.P. Lawver 

Assayer. 


(Ed. 9-16-’80-500.) 


